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[Regular 16 mg "tar." 10 ng nicotine — Lights 11 mgj 
rtar" 07 mg nicotine av oer cigarette ;:y FTC method 


Yuli. I'm ftd up with chug, 
?•«» burning imubul.Thtnbi 
* if gutting it right. 

I □ 0* hr itl K»,p your 
3 tnokei coming. 

I □ Put me on your moiling lift. 


Ihe tale of Dave’s Original Blend. 

'Dow was fed up with cheap, foot burning smokes Instead of just getting mad. he did something about it. He reod some boohs, 
cleared twenty acres and got to vjorh. He put a down payment on a tractor and traded his tawnmowe ■ for a weather radio And 
then it was jusl a matter of waiting for the final frost of the season and a new moon. In early April D me sowed his first seeds 

A few sunny days later. Dave's was bom 

Word spread about Daves "different smokes' His tobocco leaves Were hand picked. . 

(hen bam cured and barrel aged for rich tosfc And lo make sure they burned perfectly, 
each smoke was pocked tight. 

People started buying these new smokes that didni burn fast and iasled great 
They told their friends who told their friends. Now Dove works for nobody but | 
himseOn^MUtartedwitl^evUobacc^eed^^nd^rean^^^^^^ 


SURGEON GENERAL’S WARNING: Cigarette 
Smoke Contains Carbon Monoxide. 


79830-D3 


Source: https://www.industrydocuments.ucsf.edu/doc^TlluyUUlTo 


















